A-15706 Dalek Assembly 


Item 


OON AUP wNM 


Part Number 


03-8735 
01-10891 
03-8731 
A-12336-1 
14-7976 
A-15806 
A-15844 
H-15703 
4006-01003-06 


Description Item Part Number 
Dalek-Top Sub-Assembly 10. 4700-00090-00 
Dalek-Top Mounting 11. 4406-01119-00 
Dalek -Bottom 12. 4700-00016-00 
Light Socket Assembly 13. 4010-01082-04 
Motor, 12V 14. 4006-01027-04 
Interrupter Assembly 15. 01-10838 
Mounting Plate 16. 01-10872 
Cable 17. A-15818 


Mach. Screw, #6-32 x 3/8" 


DOCTOR WHO 2-31 


Description 


Flatwasher, 5/32 x 3/8 x 22ga. 
Nut 6-32 ESNA 

Flatwasher, 3/16 x 7/16 x 17ga. 
Set Screw, #10-32 , 1/4"lg. 
Mach. Screw #6-32 x 1/4 P-PH-S 
Light Mounting Bracket 

Motor Mounting Bracket 

Opto Switch-1 PCB Assembly 


